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^3ff Sjft 
3Tf^orTr 

31 *3Df, 2010 

. Tl. 2/11( 7 )/09-^#- - 1 TRcT ^ TITO 3RTIW WT 3, ^4, ^3 2C f^R, 2009 3 

3>7Jff SJTt eft 3#^cRT 7T7M 2/ll(2)/07-ftft fTT^T 22 2009 gRI cftcip 3P 

/ 

v ftftfTftt vSvoTT ^STcirsjft (yrtllftld TW&OTTf ^ 3fR 5^<ft'\4t 7RT 3R[7OT) 

fftftjR, 2009 eft Biuft TROT 3TfeftRFf, 2001 (2001 cj>[ 52) cf?f tlTTT 58 7ft TWT (l) 31#T 

wsftfiftT Tpft ^ ottt ftft eft mm\ ftt wr? 3 535 3#7jtRT 

ft WRR eft ?nfR5 ft teftn fftlft ftcR 31TSPT #7 TJSffcf ’TFT^ ^ HcW^ld fftlJT W sjj I 
ftft 5P W1 eft TT^PR? 3 26 fftfRR, 2009 ftt Wlf^IcT ftR}T W §TT i ‘ 

3fR ^RT Wt fftftrft ft wr ^ ftftfe STcif^r ft ftcR ftft 3H M 7TT ^picf SfTO 

|3fl | f 

3RT- ^OTT TJjft, ftftfa TRepR ft ^ opjftcR ft TJcRT aftftftR eft OTT 13 eft 

53 OTT ( 2 ) ft 735 (5), (13) ftft 735 (cT) cRIT OTT 58 ftt 5 WRI (2) ft 735 (ft), (5) ftfc 735 (if) 

ftft OTT 8 SK\ y^xT 3lfftrft cPT VH iW 3Rtt §|j MeffecT IftftR W[ ft 3R&T :- 

1. ftfftRT OTT 3tk 3TTRq-(l) RP^fti cRj Ttf^RT '3TR 5*ft ftSffiT Sjft (yrflflfacJ 
TR^5IT3ff eft 3flR OTcft Tjft P STJTOT) fftftOT, 2010 t 1 

(2) TPJPTjf ft OTft Mcbl^R eft TnltTI eft JTfTT ftft i 

• 2. trRimP?-(lj Ff TTef? tef? tM ^ 3R7TSTT 3^f$RT 5 #-~ 

(cp) “arf^OT”^ ^ Ttrsm arf^RF, 2001 stMtt t ( 

(I) ' 
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- (Fp “FcFTFF MPR PPtP” P fPftFF 5 P 3TpF FJp gTFT gfPd FtfPfP 3PPPT t ; 

(g) “T5 aP PFpeRT” P 3trRtcT T$drf FPFT (TFdp FFFFT p teR TIFIFF srfpFJT) fPPFF, 

2009 P RlPm 2 P TJFPPRIF (l) P FF^ (q) P 3T#F gsiT FR^lRld FHlPld 'rf ' 

FFFF> FfpTfeRT t; 

(P) “tsfP f^fft fPtf” P ftPIPff Pt 3RjF£p P t$fP f?fft ^rm, 3 tMf 

t ; 

(p) U FFTF” P RF PPraPt P viMNcg 5TOT 3 tMf f ; 

(W) “3TFF£p” P ^F fPPgP P gMMg 3R)^P 3 TMcT t I 

( 2 ) ff ?iPt Pk fP P vsft ?fP FfM f 3pr Mp&iPd Fp t fPg 3 tPPff P MfPnPd 
t, gp 3 # t Pt 3rfPfPgF P 11 

3. WRIlRtF Wr FPkta P fPg 3pFTp.- (l) Fpf FTrI PfPsTFT HRJlRld F*p FTFpSTFT 
FtP P fcR 3Tft?F FtFT gfcj 3F-P— 

(FTpT^FfP P IPPfe fPgP FF gRT pFlfPg ‘PWR 3TR gFpfPdl SRTTfPP P 

fpg ,f*P fPsqrgF PraW’ P f%t fsfM Pt p; 

(fi) f?P ftfPstt P ftf fP ff 3rjff Ft PtfP P ftf P ftf Pf fP IPPt tfP f?fft 
\3&i) J l P 3TFFF Ftdl dlfj?F j 3)1 if 

(F) fPfPlF 6 P 3T#4 F£FT gRT FcgfpT FF FFRT-FF P^R fpFT FFt P I 

4. FRTRTF P MF-TR FP Pdjp P feR 3FpgF-(l) eZjp fpfpFF 3 P F^ (F>) 3pR Fp5 
(Fp P PfPfPg 3Tp?np ffPt grp ftP ftfPstfP P mrr P fPrf P fPr^ ppr 
otifPPi p 3 tPff fft ftPft i' 

(2) viMfaPuw (l) P fPfpF 3TpgF fpHlctfPld P RTTST FFF 1 P fpFT ■dflpHT— 

(cp) fpRp sppdTd STRcF 7n PfP^TT cp p?n pT PF^g gT TffP^f gR Fig^I cp 

P 3?3if pFp?rg> gRT t]tt f^ipt Ftdrf ■'iFddl P Pd fcRpp ’3rP pM^lSTI «PtP l 
(?l) 3 aP TTFFcfT '^PPt P FTRt ^ PfP«TT FR PkPcR ; 

(g) wP gPPT «3JP, M tPrcP P F^T' P 3TTFfPT FFT Pg pRg gRT Ppg FF> FdfR ^Fg 
Pt FpR FF PgRT FT gPf PF P PgRI I 

5. FfgRR WFFFFF ^fPfP FF T5F-(l) Sjp, FcFTFF 5TFFIFF Fp Pdjp P FpFR P 
fPg gRTIFF FTefrFFFF FTfPfP FF F3F FR FTpFT I 

. (2) FRtlFF ReTIFFFF RfPfP 3TRT5T 3fk g2RTT Fjp (RcTTFFFF PfPfP) tPfpFF, 2008 
P fPfpFF 3 P 3PP gfPg RRTFgFg RfPfcT P Rg?Pt P'P Sjp gRT FTPPfe fpR RlP 
ftP Pf czrfPrPf p 3 tfPft P (Ppfw fPft i 

(3) FRFFF FRTTFFFF Rfpfp 8Fp PfP§TT 3T3FF 3pg \JF T3?P pFp^n Pt FT^RfFT FF 
PPRR FpPt fpRFtP PlHlelR^ct FTFgF FF PtfPlFT FTTSTRFFF P 3TTFR FF fpFF 4 P 
3TpF FcFFF P FFRTFF P fcR 3TTpgF fpFT t, 3T27td :-- 

(FT) 3TlPgF P PTSJ FFgrf Ft) gf■ FTF fpTpF T5dP PfP^TT RPP FF ^JdpFH j 
(FF) FaP FgFFT FRpF Fp PFFF 3pF FFR pRpf IPt^F ^dP PfPw cp F^ t ; 





[ in—Tsrcrg 4 ] FTFTFFFFxre: 3TFrarFF _ • _ 3 

(f) 3TTftgFT ft FFF 4 fftftxftf ft WTT 3ft fftFT ftfFft sftfftcT ftlFft xjftejftftcF 
ftgftfTF FT gftF FT fftjcT FXjftRldl 3ft JlfftFT 4 ffttWFT 3ft? FFF ft fTgftcT ^TT 
. ^Icblfacb Fyft FxpftfcF t ; 

(ft FTF ft FTF FR 3 TTFTRfT TORR 3T2jfa fft?R 3TTF gT?F fft£F FTXTF WFFR, xfc| 
ftf, ffteRfFT cl IM HR 3ft RFF W FFFRxry rjfT ft ft gfft ft ftttfiT FRft 7FFFT 
FF ft ftm 3 ft fftlF 3RTftFF yFVRHdftf ft fft' FnftF SRRH ftft gRT STRJTFF 
TPTtWTen gRT STFlftfftr ft ; 

(ft F7FT ftxjftTT 4 3TFftft FTft ft ftft ; 

(ft sftmm srjff ; 

(ft ^T5T 3TEFFF ft cKFlfcHcEl fftF ft STcffa ■ ftftR, ftPpTFT ftR, Tgpsi FF ftFgFJ 3tk 
FRTF, F1>F cTFftft WTTF 3fR RftfcRi efFFT ft f ; 

(ft gft F3TFFT ft TgqR FT Fft ft®TR ft foTg fftRlfM eft cWI'fcft ; 

(ft 3 ft gSTFT FJFR FT Fiftt FR^TF ft fcfg eft ft RtF^R^i fftg Fg Flfft eft RTFef 
IFTFFT t^ftFR FR% eft SfFFT 3fa Fft ^IFF eft FTft ft feTg RpRfM ft fftFFFFF ft 

ftrg ff4ftfrt ftt ftjR frft ; afk 
(si) gft ftrftm Rft£ ftt'cwifftft i 

(4) XFTffttFF (3) ft 3TftF ftftRT ft 3FFR XR TTcFTFF ^TeTTgFR ftftft FRft FfttSTFT 
ft TRFFF ft fft ftt RFFtRf Ffttt I 

6. TTcFTFF FF FFRTFF--(l) Fft RftrFF 5 ft ^fRPIFF ( 4) ft 3T#F FcFTFF FeTTgFTR 
FlftcT gRT ftt ft RrfRf Fjft gRT fttFTR ftt Weft t ft ffttFF 7 ft 3TftF ST^gRTF 
TTcFTFF Fft ftftSTft eft ftft ft ftRFg 3 3FFft ft FTF ftt ftePF IftFT ftFn 3ffc 
gft gftgl Fjft, Ff ftcftt ft ■R^T ft 3 F§RcT ftF^T gRT Fiftf XRT gFTR WJ pft 
FTfftF TFFTFF fttF ft FFTF XR Fyft ftRteTFT ftT SFcFTFF TTFFTFF 3RFT 2 # fftTT FTRFTl 

(2) FTft, FF FTRft ft ftgFTg efftn, fft^ft feR ftRft FTft ftfttSTF) gRT fftxj Fg 5TRTFF 
ft FFRTFF ft 3RftefTR FR F'ftFi ftR Fft ^FT FRT ft 3TFf?t ft ft?R TftfftT ftFT 1 

(3) 5RF1FF FF FFRTFF cR FFP ftftfFFF ftFT FR FFT ftRlFF 9 ft 3T?ftF ftT ftRF Fft 
FR RFI Flell ^ I 

(7) FRTTfft Fft ftfttfTFT, TRjft FFFtcTF 3ft ftt ft '^ft FTT 3T^RT- (l) JRFT- 

3 4 FcFTfftT Fft ftftSTft ft Fjft ftRF7 ^ 3T^%cT FtW I 

(2) MeFlRid Fift FfttFTFT FT fttt MFll[ fF F?f 1 FM^ISTFT ft eft, eFPTR FTF FT Fft if 
FTF XR FFFteTF fteft ft ^ 4 , oiflMR FTF FT xfft ft FTF ft FMFM ft IcTF 3T^FtgF ft 
ferq FSjftr Fft -3ftgF .FftFT, Fjft FFF-5 ft FRIlRlcI Fft ftxRteftf ft cbIFtdft 3ft FFTf 
ft ftftR ft 3PJ^M FftFT I 
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(3) .^ft, TRFTfftr 7377ft ^t^r>r ftt .^rgcft ftft FcfiRif 7357ft ftF%F ft FTFftrF 
ftft wft' cr5t ftr ftft ft 3TfcT*r ■ferr ftft ft ^rsrr^ft^r 73ft ftfftq fr ftn ftft 

dcM^'cJId FFTftftT ?F ^fxTlft FT 3RIFF fftFT 73TTFFT ftft FFFT fftlfftF FT ft TI<blRld 
fftFT tftfft ftft sjft cifv FK-iftld ftRTTfF www.bee-india.nic.in ftft 
www.energvmanapcrt.raining.com W STFcTTF fftdl dl^di I 

( 4 ) TTcftf? JTc^nf^Tcr 737Ff FF%F ^ ftt FTITFFft MRR ft fen? 3TR71FF ft ief^r 
SFftft 3 ftt -Tjf vjiMchl^ # ftft mRcIc^H ftt Fjft c^t TReJF Fftt I 

(5) WcdlftF T^uff TftftfeTftf ftt 3TITFF 7£tft ftt ftft FTTFf ftt 3TRrf%cT 3TfftFRFt ft? 
ftftfftF 73FF1F1I3TT epat $d<+<TjPld? Tfty ft FTEFF ft MdlF Ff ftt Weft Tfttef ftt ftFT 
FTW I 

8. TkFlRlF 7377ft ftftftfF ftt Tjftt ft 'ilwiw ft FTFT FT ^FTFT vM ftft 73FFT WcFTclftF- 
-Sjft, fftFfftl%F 3TIFR FF 7377ft FFftFfti ftt Tjftt eft ft^RFT ft TTRTTfftF 7377ft ftFftSTF 
eft ''TFT FT geti FFFT, 3TFrcT !-- 

(F) ftftftr cFfftr efft FTTft FT 3T<RR TTFTF FTft ft'WFTF Ffft Fjft FT FIT WF ft 
WdT t fft MW FT ftqT TTFT?TFF W, FTFF ftt? fftaFT FTFFTft ft 3TTFR F? 
3T^xT fftdT FFT t ; 

(ts) tttft cTffT^TT ^jft ft$vft ftRftsn Fftr ftt ftfft ftt? wr ftrr?TcT) fftfftFF, 2009 ft 

3TF/FR vjjvft JTFTdT FfttF ftt 73i7ft ftxrftsn F?^t ft feTF FFft ?JF F? 7377ft TftrftSTF FT 
FFT ?FFT ; 

(ft 7ftft 3ftftr TjfcTF WR FT FFF FT ftft t ; 

ft Ffft oftftr FTfftF Tied IFF fttF FT ftFTF Fftt ft 3RTW WFT t I 

(2) Fq FedllFd 7377ft fteftfeRp FT FTF 73F ftftfFF (l).ft T33 (ft) FT ^ (ft ft 

fftftlftW 3FFTft W '^FTFT FTFT ft Wi '<fd'tc< ft ddft FTF ftt, FFlR^lfeT, FTvft ft FTft 
FT xjq: 3TTTF FFT 3ftF FTfftF TTcFFF ftld ft ftFTF W TJFlft fiKl SnftFT fftq vr| |ft xr 
TRFTF feRT fftFT WTFT ! . 

(3) Fft FFlffti 7377ft ftFft^TF ft FTF FT fftftt 3RF 3TTFTF W ?FFT FTFT t sjft gRT 
ftpRFT ft FFT FT FTft TRFTFeFT dftt fftFT FTTW I 

. (9) TRFTFF TFTFFTF FT ^ fftFT vfffT~(l) (ftfftdH 8 ft 3T#T ftfttFF ft FTF ftT ?FTF 
FTTft W, ^ft fftfftFF 6 ft 3Tsfft 3T^FT TRFTFF ft TTFTWTF FT 'T? FF FftFT ; 

(2) TTcFTFF TFTFTFF ft 3TTft?T FT Tjnft cf>ft ft Tjft, F^ft ftft TFTFTFF FTW 7377ft 
ftqftgF FT 75TTft FT 3TFF? ftTT I 

(3) FTgt TRFTFF ft TFTFFTF FT RF fftFT FTFT t, F?t ftft TFTFFTF FRF ftf ftR 
ftFF STfftftF FFFTFFT ftt ftft TFTftF FT TRjftrF FftFT ftTF Tjft TTFTfftF FftFT FFT 
FRTftfF ftFFTfF FT 3T1FFFF ftftFfF 3TFefTF FftFT I 



t— i—r 




T 
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(4) JTRIFH yyRRRT, c£ 3TT^r cf> WRH 3>t ?TFfhg ^ FPTT ; 

( 5 ) ScSJliH ^ <£ ^ *K ^ yypwy cPT SJRcR ^ gy? fcy ter S£fT 

yR 3T^ff% cfj^TT ; 

10 . yr ^rf^fr # mpto yrt yrrft fcs^qr utht-(i) wyr yyf yc^ifJici ## 5 ^ TR?rm 

cf^r ^dT t c^t €^ ( fuR# RRT ^T f^RT ^ 3Tnfcy RT WET ^feRT 
STHT ^ ^ Tff ?2RT ^TRTf fW ^ dRFt ctft “RfcT $> RTTST, ^5ft yaffil ^ feft, cfr 
y«r 3 3R?f^cT irm tff w? yft yfor yr l%yre ^ryy wy yy w^m cf§t aft yrrft 

cfj^Ji | 

(2) W ^ gRT ^ f^IT W 3WW5F SrfcHT^T ^ M f^f^TcT 3TRlyy fcRy 

W 3jfa STfcTJTRT 5P7FTO c£ 3 T«rW TR yf f^edft # IH^T dtfdf y^RTT s^T $ RST if 
3TTgRd yTW Wf y?t yofcT c£ ^fyd dT IRFT 3 IcfRft ^eRF^rf^cR 5Rny % Tnf^T 

*R MHI u iyy cjft ^'d'5'l yftt ujiyl cf^TT [ 

11 . Med! Rid ^5rf RTcp 5 t?TcF> % Rfsrf^TcT WTt-(l) e 2 J?T, JTRIlRld w^ft ylten *f ^r 
I^FTfefRdd y>T yRpT dR^t cfr feFy ^in-1 

(y>) wrf^RT ^yyyiR y^yf ^y$sy <£ sjyr % ^yfeRr ynyyyft sfR m^tih ^wt sttrt cj5t 

y^ y^fr yyy yNryyT : 3ik 

(^f) SifclRyd vilMchl^l ufT y? 3dcRycR | 

(2) ^ %y RTfcr ^t sry% ’f^t wmr ’t y> yrsyy yf wen^r ^Hcrr y>r yyRm (i) y> 

3T#=T ^TFTcpRt vJReRET dRT RcfRp | . 

37WT 1 

(fcftor 4(2) M) 

yRTRH WOPRT c^ f^pr 3TfcT^T 

4, 

Rf^R, 

T3Rrf cfaTcTT SJRT 

% .I^RT cpi^^Rf cRT TJRT WT ^ 

^cr if cFR ^1 i| . v ..atfhf HrtliJH C^ HHRN-31 

fcR 3nfe cfRFff ^ | 

2. PfHicHRsld gwicl'dl cf^ Wcf: MHlRld RM yf^Tt RcPR t ; 

(cp). MHlRld 5R?RP ^ ; 

(^sr) uRRfR afhr ^M^Ridi yunferaf ^ fen? RreikoT # yfterr i> ^rfH 

cRT TTRIWy ; 

(y) gjyrt y?.yyf ^dtn yft yty wRtan Rqtt.; ( 

(y) Tjwtf g#fft ^ yM (y) ^ Pilate 3T r czryy yy y^ tcp 

3. yjy cr^ ^ yrpt 3T^yy yy sfRr vsjt Rhi^iiv t ; 
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4. ^ d/df ^STcfT mjmf cf?t ifST if 3TT?f^cT ....dlfftmi. ^ 

T TF7^T RO.^fcT R^folRfld mfmcT mftmr 

cpt mRFm mR ^ l| | v 

(i) TTcf> wm W? cfft OT%^T m^ 

(ii) w wi? cfft mftmr 


5. ^ mRcST ^ fcf J mRTRR cjm MHIUlMR mjrft mR f^TJ mm 7 i 

$ ^Rim mRmr ^ f^j w ^ mf mrwiit ift mrmTdM wm if rri mffm mt^t t 

.cnD'M .20 . 

WH. 




FRTT£R.. 

mm.'. 

mrnmTm. 

.3TR ^ 3fR f%ftxT 


TTWT 2 

(fapKlH 6(1) ^t) 

* s vhvilt 

, (WcffcF) 

mrnmm mm mrnRimm 

m? wf&ra fm^n rt^t t .Ptetoi mrnmm m^R^mr 

cFI'^'leld.ff&RT %, HcmiRld vfrMlI miMVlf<Tm> c^ mR if MoMI it 1 ! Rml 4 NI § I 

mmwrm. 20 .mf snrmft #ptt i 


v. 


mm mm, msw (McmiRid Wf cfr Rtit 3^tt mfrm mjtfr mm 3 pm) 

RrRm, 2010 m> Rmmmf m> 3rsm#r #tt I 

mm mito mm m^F RsRrmFm BtmT mm mm^ Rp msmf msrmi (McmiRid 
mfqit^f ^ ai^mT sffm mmm>t mjcft mm stmmsm) RrRTmrn, 2010 m> RPimm 9 c£ areftm 
m? m$ft mR f^rni mmmi % I 

mm mt mnif mm, Mcmram mm mrnrmmm mrncfRR m> 3 d^s?i mft MifRi mSt dirnl^ mf 
fern m> ifTdm mjmi mnmffim mR f^mrr rprtt 1 

mrmff^RT mRft mrq^mrmii mft Rj^ft if m^ mmr mio.mm srrmc^ rtm 

mmf fcpRi mrnr 1? 1 mrRmm rnim m^ff ^STcTT (mcrniRrm mimiterciir m? term 3T^cn 
^mm?f mjeft mm mrjmmR) fcrRrmm, 2010 c^ RR-mm 8 if RPiR^c mrimimf mm 
mT# ^tmr 1 


-|— 


1 . | | ,l | l ,|r l r f“-^fpTtF"c 1 TIt^ l ■m 7^ 


■*' 1'~ 


=^=- -• 


f la 




















20 cfTt ^TSTcTT ^ 


■gWSK 3fk ^! 

Oh%t), wsd ^ar?n 


5T*CT 3 

[ftftm 7 ( 1 ) M] 

tfAJll ^Sidl 

^tdlKIcl '3i# ^nr$t^Tcf>t cf?T ^Tt 


(fctywM) 
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WT 4 


[fclpMH 7(2) ^sT] 

^rt eft cprafarff ut ^rnff ^ ^pff cm 


.(fcr/*rraM) 


iricmnci 


MrillRld 'rf cm 


ftcn cm 


got 



TR TR ^ w 3 


cjjcrtr cm rh/^ 4 cm r*t 

3T#T W&R Tfdlfclcf fcFRT 

ell'll M<-c!lfcld 1? 

SRR^R ^t^c|3 c£ ^ % 
srtpr eftt 

3TTf^ 
















[ *rmm— 


3mrwrar 


9 






11 

cdfdd cfTT ■=TT»T (MdHH, Wl, 
HHl^d ^ *#cRT ?fo 
cffe ^TflcT) sfft f-*JeT 
w) 

' 

12 

wftd ^ forete 

7T%cT ^frfcf> ^IcfTtRfT 



13 

f-*teT WT 



14 

's’^nra# cfrR ^d ^4>R 

(ft) 

(^T) ‘ ' ^ 



15 

'Jj'jrf 'fiM’$)<Hl <*><<! ^ sJEffTR q> felsj 
cZicRTRT FFT/FFt <£ FTF cfft WTCT 
cfjT cpf 


\ • I 

16 

4ft cffl vbft ?rq^n cf> 3Tbft eft 
cTT^SI 



17 

cRI Weft % dc^tddl cfc 7P#d 3 
cftf 5Td!U|Md TTRT fcm t 
(sTT^frsn ^rf%cT) 


r. 

18 

men 4> R! era'll cf?r ftqqT 

(<t<^ qft ftt f^reft £eftftftr 

ftcRT cftq f-ftir qft 

qrren chld^dl ^-qsjH 'dfftleid 

t) 

j 


q 


ftiftft cPT sdftvi 

19 

'3 T TeT£T WEPT raRelft cfT FTF 


(i) 

qft ra 7T?d^ Tftt ftqftorafr eft 

cbft 3FJ>Tq FTf^rfcT *r 

g^rfePP wtoft cjft ra 


20 

(ii) 

wif^ra raft *M«ra>/yRiPid raft 
TFTftW. Wr 7#cT TTPT^ ^ 
qrf/Tjcr eft <£ FTf^ltcf 3' 

Web 1 fetch T$ft TFpftaTcft eft WIT 


21 ' 

PI ft ft Pcd rift'd raft 

ftqftsrcftwcdifftd raft ftftten qft ft 
raft ftftfaT WfcTcT ft M % 



/3ss arj(i9-i 
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ftqfteTT ftftlTT SMTcft (^ft 
ftef^?) ftft ftft 3^lf TftftiTT ftftTJT 

3 ftf ft?T ftfe? eft ftft^TT if 

eft vJTTft ft I efjqzn ft I 

ftftft fftp^T "eftft ft teP? iftT cfftrrf 


(Part HI— Sec. 41 


JPfTcft 


ftgcf {^Tcjr^ftf if ^TFT eft ^jft) 

cllfti) (^OTefr^jft if ^fFT eft 

w/gft fttftten ft if 
srfeR ftft .eft ft ftftrr ftxfiRnd 
ftftgTTf cbftshH/^ftiK cbft^lieil ft 
*zftr 




ftffftc! vJAft ftftfteTf orfifef^r ^ 


cp fcPJ Vioull 


fifft^JT if xftt^T c£ ftp? fftfZf 


ftft 3ft? ■sftter? 


wm^ 3ft? 
























[ VTTIH—_: 3WI*JHur I! 
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SRH WWUI tJalT d vSajIT TO FTPm ^) 

12 

?Wld \JtlVl 

13 

qcR cIlfDlf^ch 1 


3R?} -qisp, 

[I^WPT-lllM/l 85/10/3TOI. ] 


THE BUREAU OF ENERGY EFFICIENCY 
NOTIFICATION 

_ _ New Delhi, the 31st March, 2010 

Np. OZ/lljTKpg-BE^E—Whereas certain draft regulations namely, the Bureau of Energy 
Efficiency (Qualifications for Accredited Energy Auditors and Maintenance of their List) 

Regulations, 2009,were published vide Bureau of Energy Efficiency notification number 
2/1 t(2)/07-BEE, dated the 22 nd December, 2009 in the Gazette of India, Extraordinary, 

Part III, Section 4, dated the 26th December, 2009 as required under sub-section (1) of 
Section 58 of the Energy Conservation Act,. 2001 ( 52 of 2001) inviting objections and 
suggestions from all persons likely to be affected thereby within forty five days from the 
date of publication of the said notification in the Gazette. 

And whereas the said draft regulations were published in the official Gazette on the - 
26 th December, 2009. 

And whereas no objection or suggestion has been received in respect of the said 
draft regulations within the specified period. 

Now, therefore, in exercise of the powers conferred by clauses (n),(o) and (p) of sub¬ 
section (2) of section 13,clauses (d),(e) and (f) of sub-section (2) of section 58 and 
section 8 of the said Act, the Bureau of Energy Efficiency with the previous approval of 
the Central Government, hereby makes the following regulations, namely:- 

1. Short title and commencement. - (1) These regulations may be called the Bureau 
of Energy Efficiency (Qualifications for Accredited Energy Auditors and Maintenance of 
their List) Regulations, 2010 

(2) They shall come into force on the date of their publication in the Official 
Gazette. ■> 

\ 

2. Definitions. - (1) In these regulations, unless the context otherwise requires, - 

a) “Act” means the Energy Conservation Act, 2001; 

b) “Accreditation Advisory Committee" means a committee constituted by the 
Bureau under regulation 5; 

/ 

c) “energy auditor” includes a certified energy manager as defined in clause 

(d) of sub-regulation (1) of regulation 2 of the Bureau of Energy Efficiency 
(Certification Procedures for Energy Managers) Regulations, 2010; ; 

I 

i 


) 
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d) “Energy Intensive Industries" means the Energy Intensive Industries 

specified in the Schedule to the Act; . 

e) “Form” means a form appended to these regulations; 

f) “Schedule” means the Schedule appended to these regulations. 

(2) Words and expressions used herein and not defined but defined in the Act 
shall have the meanings respectively assigned to them in the Act. 


3. Qualifications for accredited energy auditor.- An energy auditor shall be qualified 

to become an accredited energy auditor if, he- ... 

a) has passed the examination in “Energy Performance Assessment for 
Equipment and Utility Systems” conducted by the Bureau on the subjects 
specified in the Schedule; 

' > 

b) has an experience of five years in-energy.audit out of which at least three 

years’ shall be in any of the Energy Intensive Industries; and 

, c) has been granted a certificate of accreditation by the Bureau under 
regulation 6. 

4. Application for grant of certificate of accreditation.-(1) The Bureau may, for the 
purpose of accreditation of energy auditors possessing qualifications specified in 
clauses (a) and (b) of regulation 3, call for applications from qualified persons. 

(2) The application referred to in sub-regulation (1) shall be, made in Form I 
and be accompanied by- 

a) five detailed energy audit reports in any of the Energy Intensive Industries 
undertaken by the energy auditor in an individual capacity or as a leader 
or associate or active team member of the energy audit team; 

i 

b) feed back on energy audit received from Energy Intensive Industries; j 

I 

c) fee of rupees one thousand payable by demand draft drawn in favour of i 

the Bureau of Energy Efficiency, New Delhi or any electronic mode of 
payment. 

5. Constitution of Accreditation Advisory Committee. - (1) The Bureau may, for the 
purpose of grant of certificate of accreditation, constitute an Accreditation Advisory 
Committee. 
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(2) The Accreditation Advisory Committee shall consist of a Chairperson and 
not more than three members to be nominated by the Bureau from amongst members 
of the Advisory Committees constituted under regulation 3 of the Bureau of Energy 
Efficiency (Advisory Committees) Regulations, 2008, 

(3) The Accreditation Advisory Committee shall assess the energy audit 
experience and competence of the energy auditor who has applied for a certificate of 
accreditation under regulation 4 on the basis of an orai interview on the following 
criteria, namely:- 

a) evaluation of five detailed energy audit reports submitted alongwith the 
application; 

b) the number of and the kind of Energy Intensive Industries in which 
detailed energy audits have been made; 

c) association of applicant with number of and kind of experts including full 
time energy auditors or part time energy auditors or consultants with 
expertise in thermal, electrical utilities and processes and nature of such 
association; 

d) possession of at least four up-to-date basic instruments namely, clip-on- 
type, power measuring instruments, flue gas analyser, temperature and 
lux measuring instruments which are duly calibrated by a laboratory 
accredited by the National Accreditation Board for Testing and Calibration 
Laboratories and expertise in using such instruments for conduct of 
energy audit; 

e) manner of work followed in energy audit; 

f) training experience; 

g) quality of field studies including observations, probing skills, collection 
and generation of data, depth of technical knowledge and analytical 
abilities; 

* 

h) quality of recommendations for improving energy efficiency or for 
conserving energy; 

i) capacity to undertake cost benefit analysis of recommended measures for 
improving energy efficiency or for conserving energy and preparation of 
action plan for implementation of recommendations for reduction of energy 
consumption; and 

j) quality of energy audit reports. 
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(4) On the basis of assessment made under sub-regulation (3), the 
Accreditation Advisory Committee shall make recommendation to the Bureau for 
accreditation of energy auditor. 

6. Certificate of accreditation. - (1) If the recommendation made by the accreditation 
advisory committee under sub-regulation (4) of regulation 5 is accepted by the Bureau, 
the name of the applicant shall be entered in the register of List of accredited energy 
auditors maintained under regulation 7 and a certificate of accreditation in Form II shall 
be granted to the energy auditor on payment of annual accreditation fee of rupees one 
thousand payable by demand draft drawn in favour of the Bureau of Energy Efficiency, 
New Delhi or by any electronic mode of payment. 

(2) The Bureau may, for reasons to be recorded in writing, reject the 
application for accreditation made by an energy auditor and intimate the same to him 
within a period of one month. 

(3) The certificate of accreditation shall be valid until it is cancelled under 
regulation 9. 

7. Maintenance of list of accredited energy auditors, their offices and firms.- (1) The 
Bureau shall maintain a register containing list of accredited energy auditors in Form III. 

(2) The accredited energy auditor or a firm of such accredited energy auditor 
shall, before opening an office in the trade name or firm name, apply to the Bureau for 
approval to use the trade name or the firm name and on such approval, the Bureau 
shall maintain the register of offices and firms of accredited energy auditors in Form IV. 

- (3) The Bureau shall cause to be published the first list of accredited energy 

auditors and list of offices and firms of accredited energy auditors as soon as they are 
finalised and thereafter these lists shall be updated and published regularly and 
uploaded on the Bureau's official web-site namely, www.bee-india.nic.in and energy 
professionals web site on www.enerqymanaqertraining.com . 

(4) Every accredited energy auditor shall submit to the Bureau any change in 
the information given in the application for accreditation for the purpose of updating the 
list. 

.(5) A copy of the updated list of accredited energy auditors shall be sent to 
the designated agencies of the States and designated consumers on the first day of 
April every year through electronic mail. 

8. Removal and restoration of names in the register of list of accredited energy 
auditors. - The Bureau may remove the name of the accredited energy auditor from the 
register of list of energy auditor on the following grounds, namely:- 

a) the Bureau, after giving an opportunity of hearing to the person 
concerned, is satisfied that such certificate of accreditation has been 
granted on the basis of incorrect, misleading or false information; 

b) on the person ceasing to be an energy auditor or on his failure to 
undertake energy audit of an Energy Intensive Industries in accordance 
with the Bureau of Energy Efficiency (Manner and Intervals of Time for 
Conduct of Energy Audit) Regulation 2010; 
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c) if the person is guilty of professional misconduct or fraud; 

d) if the person has failed to pay annual accreditation fee. 

(2) Where the name of the accredited energy auditor is removed on the 
grounds specified in clause (b) or clause (d) of sub-regulation (1), his name in the 
register shall be restored on an application made by him after restarting the work of 
energy audit or on payment of annual accreditation fee, as the case may be. 

(3) Where the name of the accredited energy auditor is removed on any other 
grounds, no restoration of name in the register shall be made by the Bureau. 

9. Cancellation of certificate of accreditation.^ 1) On removal of the name from the 
register under regulation 8, the Bureau may cancel the certificate of 
accreditation granted under regulation 6. 

(2) Before issuing an order of cancellation of accreditation, the Bureau shall 
give an opportunity of hearing to the energy auditor holding such certificate. 

(3) Where the certificate of accreditation is cancelled, the Bureau shall 
communicate its order to the holder of such certificate and the concerned designated 
consumer and shall also publish the same and upload necessary changes on its official 
web site. 

(4) The certificate of accreditation shall stand cancelled with effect from the 
date of publication of the order of cancellation. 

(5) On cancellation of certificate of accreditation, the holder of such certificate 
shall surrender the same to the Bureau within fifteen days. 

10. Issue of duplicate certificate - (1) Where an accredited energy auditor has lost 
the certificate of accreditation, the Bureau may, on an application made in this behalf, 
duly accompanied by a copy of first information report lodged with the concerned police 
station, issue a duplicate certificate on payment of a fee of rupees five hundred by 
demand draft drawn in favour of the Bureau of Energy Efficiency, New Delhi or by any 
electronic mode of payment. 

(2) Where the certificate issued by the Bureau is damaged, the Bureau may 
on an application made in this behalf and on surrendering of the damaged certificate, 
issue a duplicate certificate on receipt of a fee of rupees five hundred by way of demand 
draft drawn in favour of Bureau of Energy Efficiency payable at New Delhi or by any 
electronic mode of payment. 

11. Information relating to accredited energy auditors.-(l) The Bureau may call upon 
accredited energy auditors to furnish- 

a) information relating to sector-wise details of energy audit conducted, and 
the energy saving potential identified and achieved; and 

b) such additional information as it considers necessary. 

(2) The Bureau may make available the information received by it under sub¬ 
regulation (1) to the general public through its web site or through any of its publication. 
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; • FORM I . 

[See regulation 4 (2)] 

Application for Certificate of Accreditation 


To 

The Secretary 

The Bureau of Energy Efficiency 
New Delhi 

Dear Sir, 

I am working as energy auditor/ certified energy manager at. 

(full address of the place of work)). 

and hereby apply for certificate of accreditation. 

2. The self - attested photocopies of the following documents are enclosed:- 

(a) Certificate of Certified Energy Manager; n 

(b) Certificate for passing the examination in Energy Performance 
Assessment for Equipment and Utility Systems; 

(c) five detailed energy audit reports of Energy Intensive Industries; 

(d) feedback on study reports referred to in (c) received frbm such energy 
industries. 

3. The details of work experience of five years are as under:- 


4. I am enclosing / have paid the following fees by demand Draft No . 

dated .... drawn in favour of Bureau of Energy Efficiency, New Delhi / electronic 

mode. 

(i) application fee of rupees one thousand ; and 

(ii) annual accreditation fee of rupees one thousand. 

5. I request that the certificate of accreditation may be issued to me. 

I hereby state that information furnished above is true and correct to the best of 
my knowledge. 

Dated this ..day of.:.A.20. 

Place. x 

Yours faithfully 

Signature. 

Name.:.... 

Designation. 

For and on behalf of. 






i 


i 
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x FORM-II 

[See regulation 6(1)] 

BUREAU OF ENERGY EFFICIENCY 
(EMBLEM) 

CERTIFICATE OF ACCREDITATION 

This is to certify that Mr./Ms./M/s . having his/ her/ its 

registered office at. has been given accreditation as accredited 

energy auditor. The certificate shall be effective from ..day of.....20 . 

The certificate is subject to the provisions of the Bureaiu of Energy Efficiency 
(Qualifications for Accredited Energy Auditors and Maintenance of their List) 
.Regulations, 2010 

This certificate shall be valid until it is cancelled under regulation 9 of the Bureau 
of Energy Efficiency (Qualifications for Accredited Energy Auditors and Maintenance of 
their List) Regulations, 2010 

On cancellation, the certificate of accreditation shall be surrendered to the 
Bureau within fifteen days from the date of receipt of order of cancellation. 

Your name has been entered at SI. No. in the register of list of 

accredited energy auditors. Your name shall be liable to be struck out on the grounds 
specified in regulation 8 of the Bureau of Energy Efficiency (Qualifications for Accredited 
Energy Auditors and Maintenance of their List) Regulations, 2010. 


Given under the seal of the Bureau of Energy Efficiency, Ministry of Power, 
this.day of'., 20. 



Signature and sea! 
Secretary .Bureau of Energy Efficiency 


Date:. 

New Delhi 


}3>92 - S' 
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FORM Ml 

[See regulation 7(1)] . 

BUREAU OF ENERGY EFFICIENCY 
Register containing List of Accredited Energy Auditors 


Serial Number As on..(DD/MM/20YY) 

A. 

Accreditation information in respect of accredited energy auditor 

1 

Name of accredited energy auditor 


Photograph 

- 

T 

2 

Father’s name 


3 

Date of certification as Energy 

Manager, 


4 

Date of passing the examination in 
“Energy Performance Assessment for 
Equipment and Utility Systems" 


5 

Examination Registration Number of 

(i) Energy Manager 

(ii) “Energy Performance Assessment 
for Equipment and Utility Systems” 

‘ 

6 

Certificate Registration Number of 

(i) Energy Manager 

(ii) “Energy Performance Assessment 
for Equipment and Utility Systems” 


7 

Date of issue of accreditation 
certificate 

- 

-. 

8 

Professional postal address with Pin 
Codes of the accredited energy 
auditor 


9 

E-mail address 


10 

Telephone numbers with STD Code 

(R) 

(O) 

Mobile no: 


11 

Remarks 
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FORM IV 

[See regulation 7(2)] 

BUREAU OF ENERGY EFFICIENCY 

Register containing names of offices and firms of accredited energy auditors 


Serial Number As on. .(DD/MM/20YY) 



1 

Name of accredited energy auditor 

- 

Photograph 

2 

Father’s name 


3 

Date of certification as Energy 

Manager 


4 

Date of passing the examination in 
“Energy Performance Assessment for 
Equipment and Utility Systems” 


5 

Examination Registration Number of 

• 

(i) Energy Manager 

(ii) “Energy Performance Assessment 
for Equipment and Utility Systems” 

- 

6 

Certificate Registration Number of 

(i) Energy Manager 

(ii) “Energy Performance Assessment 
for Equipment and Utility Systems” 


7 

Date of issue of accreditation 
certificate 


B. 

Information in respect of trade name or firms’ name 

8 ! 

Trade name / firms name under which 
energy audit is proposed to be 
conducted 


'9 

Date of accreditation as accredited 
energy auditor 


10 

Type of firm/ private/ Government / 

NGO etc. 
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11 

Name of contact person along with 
designation, address, telephone, 
mobile and fax number along with 
STD codes and email address 

. ' •* 

12 

Professional postal address with Pin 
Code of the accredited energy auditor 


13 

E-mail address 


14 

Telephone numbers . with STD Code 

(R) 

(0) 

Mobile no: 


15 

Year of establishment of the trade 
name / firms’ name for undertaking the 
energy audit 


16 

Year of commencement of energy 
audit of the firm 

( 

. i 

.17 

Whether any certificate to support the 
excellence in the system has been 
obtained (ISO etc.) 


18 

No. of branch offices 

(List of complete addresses including 
heads of all branch offices with 
telephone, fax and email addresses) 


C 

Details of Associated Energy Experts 

19 

Number of resource persons 
available 

*?' 

(1) 

Number. of full-time energy auditors 
in position with work experience of 
all energy auditors associated with 
the firm 


20 

(11) 

No. of part-time energy auditors in 
position during, the current year / 
previous year associated with the 
accredited energy auditor / 
accredited energy auditor’s firms. 



II 
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21 

Sectors in which the accredited 
energy auditor/ accredited energy 
audit firm has conducted energy 
audits since inception 


22 

Subject wise expertise / 

/ 

(a) 

Energy audit process system (list 
sectors) - If no energy audit has 
been carried out of the process 
system and parameters, please list 
nil. Bureau of Energy Efficiency will 
be calling for detailed information in 
case agency has listed its energy 
audit expertise in the process 
systems 


(b) 

Energy audit thermal utility system 
(list sectors) 

/ 

(c) 

Energy audit electrical utility system 
(list sectors) 

' 

23 

instruments available 



(a) Electrical (list the name of the 
instruments) 



(b) Thermal (list the name of the 
instruments) 

. 

\ 

24 

(i) 

Details of training programme/ 
seminars/ workshops conducted 
during the last 3 years in the field of 
energy efficiency / energy audit 

- 


m 



. 

B9 



_ 


D 

Remarks 

■i 

----i--- 


Note: Responsibility of the authenticity of the above information rests with the 
concerned energy auditing agency. 
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SCHEDULE ' 

[See regulation 3(1)] 

Subjects for examination in Energy Performance Assessment For Equipment and Utility 

Systems 


1 Boilers, furnaces 

l 4 

2 Cogeneration, turbines (gas, steam), 

% 

3 Heat exchangers, 

4 Electric motors, variable speed drives, 

5 Fans and blowers, 

6 Water pumps, 

7 Compressors, 

8 Heating ventilation and air-conditioning (HVAC) systems 

9 Performing financial analysis. 

10 Energy Performance assessment in power plants. 

11 Energy Performance assessment in steel industry 

12 Energy Performance assessment in process industry (cement, textiles) 

13 Energy Performance assessment in buildings and commercial establishments. 


AJAY MATHUR, Director-General 
[Advt. 111/4/185/10-Exty.) 


Primed by the Manager, Govt, of India Press. Ring Road, Mayapuri, New Delhi-110064 
and Pubiislied by the Controller of Publications. Delhi-110054. 






W 


pirfr*' 





